To: R8 Environmental Unit Leader[R08_Environmental_Unit_Leader@epa.gov] 

From: OBrien, Wendy 

Sent: Mon 8/1 7/2015 9:08:48 PM 

RE: Background 
FW: Background 

FW: Screening levels for recreational receptors at the Gold King Mine Site 

RE: Background 
RE: Background 

FW: Screening levels for recreational receptors at the Gold Kino Mine Site 

sampling location map you may find useful 

RE: Background Data 


RE' 

FW 

Data Summaries 

CORRECTED Colorado Segments map and Samplina Sites Link 

FW 

update 

FW 

Gold King Mine - EU call 

FW 

Screening levels for recreational receptors at the Gold King Mine Site 

RE: NM Env Dept Gold Kino web site: 
RE: Data Summaries 
RE: Data Summaries 
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